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Kerala Gazette No. 42 dated 22nd October 1974 
PART 1 

GOVERNMENT OF KERALA 
Labour ( A ) Department 

NOTIFICATION 
No. 23121 /A3/73/LBR . 

Dated , Trivandrum , 1st October 1974 . 
In exercise of the powers conferred by Section 43 of the Plantations 
Labour Act, 1951 (Central Act 69 of 1951), and with the previous approval 
of the Central Government, the Government of Kerala hereby make the 
following amendment to the Kerala Plantations Labour Rules, 1959 the 
same having been previously published as required by sub - section ( 1) of 
the said section . 


AMENDMENT 
In the said rules : 

In Form No. 7- " Register of Adult Workers" the existing columns 4,5 
and 6 shall be renumbered as columns 5 , 6 , 7 respectively and before 
column 5 as so renumbered , the following column shall be inserted , 
namely : 
“ 4. Date of entry into service” . 

By order of the Governor, 
U. MAHABALA RAO , 

Secretary . 
Explanatory Note 
( This does not form part of the amendment, but is intended to explain 
the purport) . 

In the forms appended to the Kerala Plantation Labour Rules, 1959 
there is no provision to show the date of entry into service by an adult 
worker. If a column to show the entry into service of the worker, is provided 
in the forms, it will help to c lculate the length of service of the worker in 
settling the claims of gratuity, compensation etc. The amendment is intended 
to achieve this object. 
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Kerala Gazette No. 43 dated 22nd October 1974 . 
PART I 

GOVERNMENT OF KERALA 
Labour ( A ) Department 

NOTIFICATION 
G.O. Rt. No. 919 / 74 /LBR . 

Dated, Trivandrum , 25th September 1974 . 
The award of the Industrial Tribunal, Calicut in respect of the dispute 
between the management of Calicut Tile Co. ( P ) Ltd., Fcroke and their 
workmen represented by the Mercantile Employees Association , Calicut-1 
received by Government on 20-9-1974 is hereby published under Section 
17 of the Industrial Disputes Act, 1947 ( Central Act XIV of 1947). 

By order of the Governor, 

P. P. MATHULLA, 

Under Secretary. 
Before the Court of the Industrial Tribunal , Calicut 
(Tuesday , the 17th day of September, Nineteen hundred and seventy -four) 

Present : 
SHRI R. K. VENU NAYAR , B. A., B. L. 

Industrial Tribunal, Calicut 
INDUSTRIAL DISPUTE No. 52/73 

Between 
The Management of Calicut Tile Co. (P ) Ltd., Feroke 

And 
The Mercantile Employees Association , Calicut- 1. 

AWARD 
This is an industrial dispute referred to this Tribunal for Adjudication 
by Government of Kerala as per Order No. G. O. Rt. 1174 /73 /LBR . dated 
27-9-1973. The issue referred is the following: 

The Charter of Demands served on the management of Calicut Tile 
Co. ( P ) Ltd., Feroke with the ctter dated 24-11-1972 of theMercantile 
Employees Association , Calicut- 1. 

2 . In pursuance to the notice issued from this court the parties to the 
dispute appeared and filed their statement, counter statement, etc. They 
filed their documents also . And there after a few adj urnment: were giveit 
and on 16-9-1974 the parties have filed a statement saying that they have 
settled the issues referitd . It is seen that the parties have agreed to abide 
by this settlement. Hence an award in terms of the settlement is passed as 
shown in the Annexure . 
Calicut, 

R. K. Venu NAYAR , 
17-9-1974 . 

Industrial Tribunal, Calicut. 
GA 125 / S . 
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ANNEXURE 
In the Court of the Industrial Tribunal, Calicut 

I. D. No. 52/73 
MEMORANDUM OF SETTLEMENT BETWEEN THE CALICUT TILE 
COMPANY PRIVATE LIMITED AND THE MONTHLY PAID EMPLOYEES 
REPRESENTED BY THE MERCANTILE EMPLOYEES 

ASSOCIATION , CALICUT 


Representing Employer : 

1 . Shri K. S. Sankaranarayanan , 

Director, 
The Calicut Tile Company Private Ltd., 

Feroke . 
Representing Employees: 

1. K. Madhavan Nair, 
General Secretary . 

The Mercantile Employees 
2. P. P. Velayudhankutty Nair , Association , Calicut. 

General Council Member. 


SHORT RECITAL OF THE FACTS 
The salary , dearness allowance and other conditions of service of the 
members of the staff of the company was governed by the Award of the 
Industrial Tribunal in I. D. No. 2 of 1968. After the expiry of the award , 
the Association submitted a charter of demands. Direct negotiations and 
conciliation conferences on the demands failed to produce any settlement. 
Thereafter , the Government referred the dispute between the company and 
their employecs for adjudication to the Industrial Tribunal, Calicut. The 
Industrial Tribunal took the dispute on his file as I.D.No. 52 of 1973 . 
During the pendency of the dispute before the Tribunal the parties had 
direct negotiations as a result of which the following settlement is 
arrived at. 

TERMS OF SETTLEMENT 
1. The parties agree that as regards salary scales, dearness allowance 
and other conditions of service of the employees (monthly paid staff ), the 
neighbouring factory is Malabar Tile Works shall generally be taken as the 
comparable concern . 

2. In accordance with the principle recognised in clause (1) above the 
management agrees to revise the salary scales and dearness allowance of the 
employees as follows: 
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do . 


5067 


70 


25 % 


(a) Salary Scales: 

Rs. 
Clerks L. D. 

85-6-145-9-235-12-355 
Clerks U. D. 

115-81-1971-107-3027-124-4271 
Mechanic 

85-6-145-9-235-12-355 
Peons and Watchmen 40-2-60-4-100-6-160 
Burners , Car and Lorry 60-34-95-51-150-77-225 
Drivers 
Scavengers and Sweepers 30-2-50-4-90-5-140 

(6 ) Dearness Allowance : 
For the first 100 of the basic salary 100 % 
For the second 100 
Balance 
Subject to a minimum of Rs. 60 

3. The interim relief Rs. 30 being paid to the employees from October 
1973 shall be merged with the basic salary and in addition one increment 
in the new scale of pay shall also be granted . 
4. The employees shall be granted weightage as follows: 

(i) For service above 5 years upto 10 years 1 increment 
( ii) Do. 

10 do . 20 years 

2 increment 
( iii) Do. 

3 increment 
5 . If any member of the staff does not fail into a step in the new scale 
applicable to him alter adding to his existing basic salary merged interim 
relief Rs. 30 the additional increment under clause ( 3) and the weightage 
under clause ( 4 ) then he shall be fitted into the next higher step on the 
new scale. 

Eg . Existing salary of a lower division clerk is 90 Rupees. He has 
9 years of service . On the basis of this settlement his fitment will be as 
follows: 

Rs. 
Existing basic pay Rs. 90.00 

90.00 
Merger of interim relief under clause (3 ) above 

30.00 
Additional increment under clause ( 3) above 

6.00 
Weightage under clause (4 ) above 

6.00 


20 years 


132.00 


In the new scale applicable to him , there is no step at Rs. 132. The 
next higher step is Rs. 133. He will be fitted into the scale at Rs. 133 by 
adding Re. I to the revised basic salary of Rs. 132 . 

6 . The agreement shall have retrospective effect from 1-4-1974 and 
shall remain in force till 31st December, 1976 . 
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7. In consideration of the revision of salary scales and dearness 
all wance in the manner contemplated by this settlement, the issues , other 
than those covered by this settlement are not pressed . 

8 . The parties agree that a signed copy of this settlement shall be filed 
before the Honourable Industrial Tribunal, Calicut with a request to pass 
an award in termsthereof. 

Dated this the day of 11th September , 1974 . 
Signature of the parties : 
For the Employer: 

For the Employees: 
(Sd . ) 

( Sd . ) 

( Sd .) 
Witnesses : 
1 . M. Ramdas , 

( Sd .) 
Executive Member, M. E. A. 
2. M. Vasudevan Nair , 

( Sd .) 
The Calicut Tile Co. (P ) Ltd., 
Feroke. 

(Sd.) 
Calicut. 

Industrial Tribunal. 
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PART I 

GOVERNMENT OF KERALA 
Labour ( A ) Department 

NOTIFICATION 
G.O.Rt. No. 922/74 /LBR . Dated , Trivandrum , 25th Seplember 1974 . 

The award of the Industrial Tribunal, Calicut in respect of the dispute 
between the management of Fertilisers and Chemicals Travanco e Ltd., 
Cochin Division , Ainbalamedu P. O. and their workmen represented by thc 
Secretary, FACT Cochin Division Employees Union , Ambalamedu P.O. 
received by Government on 20-9-1974 is hereby published under Section 17 
of the Industrial Disputes Act, 1947 (Central Aci XIV of 1947 ). 

By order of the Governor, 

P.P. MATHULLA , 

Under Sectolary. 
Before th . Court of the ladustrial Tribunal, Calicut, 
(Wednesday, the 18th day of September, Nineteen hundred 

and seventy -four ). 

Present: 
SRI R.K. VENU NAYAR , B.A., B.L., 

Industrial Tribunal, Calicut. 
INDUSTRIAL DISPUTE No. 54/73 

Between 
The management of Fertilisers and Chemicals Travancore Ltd., 
Cochin Division , Ambulamedu -P.O . 

And 
The Secretary , FACT Cochin Division Employees Union , 

Ambalamedu- P.O . 

AWARD 
Guvernment of Kerala by order No. G.O.Rt. 1184 /73 /LBR ., dated 
3.10-1973 referred the following industrial dispute existing between the 
above parties for adjudication . The only issue referred is the following:-- 
Termination of the services of worker , Sri P. K. Chandrasekharan Nair. 

2. The association which has sponsored the case of the worker says that 
the management has treated this worker as having abandoned this job and 
terminated the service without any justification whatsoever. The worker 
joined as an apprentice in January, 1957. He fell ill on 4-4-1972, and was 
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hospitalised . He was an in - patient in Thottumugham Hospital and was 
discharged on 14-4-1972 , and it so happened that on the very bext day h : 
met with a cycle accident and got his left arm fractured . On the basis of an 
authorisation certificate issued by the J & M Hospital, FAC.T., 
Udyogamandal he went for treatment at Lisie Hospital at Ernakulam and 
thereafter he was fit for duty. On 7-6-1972 he applied for leave while he was 
in the hospital. But he received a communication on 22-5-1972 asking him to 
report for duty within three days of the receipt of the notice and explain 
about his absence . Since he was not able to report for duty he explained 
his position. The next day he received a notice terminating his service. 
This he received on 5-6-1972 . He went in person to the authorities 
concerned but they said that he cannot be admitted for duty . This action is 
illegaland unjustified and so he is to be reinstated with back wages. The 
management is not justified i: assuming that he has abandoned his job . 
He has not deserted the job and so he is entitled to this relief. 

3. The management says that he wasabsent without leave on 4-4-1972 . 
They got a telegram on 6-4-1972 and it was told that he will join duty on 
10-4-1972 . He did not report as mentioned by him and he sent a letter 
saying that he is suffering from jaundice. No inedical certificate was sent 
by him . Even after a delay of two weeks he did not report for duty . So 
the management issued a notice on 20-5-1972 asking him to report within 
three days. He did not do so . He mentioned about his accident for the 
first time on 20-5-1972. No medical certificate was sent about this also . 
He did not submit a satisfactory explanation for his continued unauthorised 
absence . So the management issued a letter on 1-6-1972 saying that the 
management has deemed that he has left his services on his own accord . 
Clause 12( 2) (c) of the certified Standing Orders are applicable to him . 
He has lost his lien on his appointment. He had appealed to the General 
Manager . In this appeal he had sent certain medical certificates also . It 
was found that his cas. was cintradictory in several respects and so this 
appeal was not allowed . Since he h is not applied for leave and since he has 
not reported for duty and offered his explınition in pursuance to the com 
munication he is not entitled to any relief. He thought it fit to report for 
duty when the management informed that he has abandoned his job . His 
conduct has clearly established that he has abandoned his job and so no 
relief can be granted. 

4. WW1is the worker himself. He speaks his case generally as stated by 
the union in their staternent. He states various reasons which incapacitated 
him from reporting for dury. In cross he says that he was on leave on loss 
of pay for some dıys in 1971. He says that in 1972 he has applied for leave. 
Then he is asked about the various medical certificates issued to him and he 
gives answers. His documents are Exts. W1 to WIO . 


5. MWI is the manager of the wo-kshop, F A.C.T. (Cochin Division ) . 
He speaks in accordance with the version given by the inanagement in the 
reply statement. In cross he says that the case of this worker was the 
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maximum in regard to absence without 

taking leave. There were 
also others, but nobody reached his record . Exts . Mi to M / scries are 
their documents. It has to be noted that the management has not conducted 
any sort of enquiry before they terminated the sei vice oi this cmployce. 
The notice of termination is Ext. W8. It is stated therein that the manage 
ment had asked by a previous letter to report for duty within three days 
of receipt of the letter and explain reasons for his absence satisfacto ily . 
That lett r is Ext. W7. By the last para of this letter the worker is asked to 
report for duty within three days of its receipt anu to explain reasons for the 
absence. The management says that they have taken this action under 
clause 12 (2) (©) of the Standing Orders. Ext. M6 is the Standing Orders. 
Standing Order 12 (2 )( c) reads as follows: 

" If a workman absents without leave or remains absent beyond the 
period of leave originally granted or subsequently extended , he 
shall lose his lien on his appointment unless he returns or applies 
for leave within 7 days of such absence and explains to the satisfac 
tion of themanagement or other officer empowered in this respect 
his reasons for absenting without leave. If he fails to do so, he 
shall be deemed to have left the service of the Company of his own 

accord . " 
If the management s action is under Sec . 12 ( 2) (c ) they have to inform 
him as contemplated under this clause that the worker s lien is lost and the 
loses his job on the ground that he has abandoned it. Instead of that heey 
have thought it fit to issue hit a notice on 20-5-1972 by Ext. W7 to report 
for duty within 3 days. Their case as set out in the first part of thi, letter is 
that he has been absent from work from 4-4-1972 without any prior intima 
tion . The communication that they have received for the last time was on 
12-4-1972 over the phone saying that he wants extension of lea.e for two 
weeks. Even that leave, if granted , expires on 26th April. If it is taken 
for granted that themanagement had granted this leave from 12th April to 
26th April then the time limit is only till about 31d May . They have 
simply to inform the worker that they have treated him as having abandoned 
his job . Instead of this they have asked him to report for duty on 20-5-1972 . 
Standing Order 12 ( 2) (c) does not contemplate a notice like this asking this 
worker to report for duty . After the worker having lost his lion the manage 
ment wasnot justified in a king him to report for duty. Probably by 
issuing this notice they have taken action against him under Sec . 20 of the 
Standing Orders. Standing Order 20 (iv ) describes acts and omissions which 
are treated as misconduct . 20 (iv ) (10) reads as follows: 

" Ha vitual absence without leave or absence without leave for more 
than three days." 

The management in their reply statement also says that the worker has 
been in the habit of being regularly absent and they have filed a statement 
also . That is marked as Ext. M7. The worker does not dispute the correct 
ness of this statement. So here is a case where the worker used to be absent 
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and when it reached the maximum they issued a notice . This is a notice 
issued under Sec. 20 ( iv ) (10) and on issuing a notice like this they have to 
take action also by conducting an enquiry eto., and only if it is proved that 
he has be n guilty of the charge he can be sent out. After the period set 
out in 12(2)(c ) was over they have chosen to take this action and since they 
have done so they have to stick to it. Before terminating his services they 
should have conducted an enquiry . Since they have not done so tte worker 
is entitled to be reinstated . Correspondence relied on by the worker clearly 
establishes that he was negligent in applying for leave properly . He gave 
intimation to the management only on 25-5-1972 about his accident on 
15-4-1972. He was also not careful in sending the medical certificates as 
and when due. For these latches on his part he is not entitled to back wages 
from the date of termination till the date of this reference order. He is 
entitled to be reinstated with back wages from the date of reference till 
the date of reinstatement. 

I pass this award as stated above and this award shall come into force 
on the expiry of 30 days after its publication in the Government Gazetta . 
Calicut, 

R.K.VENU NAYAR , 
18-9-1974 . 

Industrial Tribunal . 
APPENDIX 
Exts. marked on the side of the Union . 
Wi. Authorisation dt. 18-4-1972 issued to P.K.C. Nair , 
W2. Medical Bill dt. 18-4-1972 from Lissie Hospital, 
W3. Prescription dt. 6-6-1972 from Lissic Hospital. 
W4. Bill dt. 16-4-1972 for Re. 1. 
W5 . O.P. Attendance card from Lissie Hospital. 
W6. Postal acknowledgement addressed to the management. 
W7. Letter dt, 20-5-1972 from the management to P.K.C. Nair. 
W8. Letter dt. 1-6-1972 

do . 
W9. Copy of letter dt. 7-6-1972 to the General Manager from 

P.K.C. Nair . 
W10 . Letter dt. 6-7-1972 from the management to P.K.C. Nair . 

Exts. marked on the side of management. 
Mi, Telegram from P.K.C. Nair . 
M2. Letter dt. 10-4-1972 from worker to the management, 
M3. Copy of letter dt. 20-5-1972 from the management to the 

worker. 
M4 . 

Do. 1-6-1972 

do . 
M5 . (Series) Letter dt. 7-6-1972 from worluer with Medical 

certificates (2) 


do . 
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M6. Printed copy of Standing orders. 
M7. Leave record of the worker . 
M8. (Series) Warning notices issued to the worker. 

Witness examined on the stde of the Union . 
wwi. P.K. Chandrasekharan Nair. 

Witness examined on the side of the management. 
MWI. Chacko J. Thoppil . 


GA, 131 /S . 
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PART I 

GOVERNMENT OF KERALA 
Labour (A ) Department 

NOTIFICATION 
G.O.Rt. No. 923 /74 / LBR . Dated , Trivandrum , 25th September 1974 . 

The award of the Industrial Cribunal, Calicut in respect of the dispute 
between theManagirg Partner, New Menaka Talkies, Ernakulam and their 
workmen represented by the Secretary , Cochin Corporation Cinema 
Employees Union , Cochin received by Government on 20-9-1974 is hereby 
published under section 17 of the Industrial Disputes Act, 1947 (Central Act 
XIV of 1947) . 

By order of the Governor, 

P.P. MATHULLA , 

Under Secretary to Government . 
Before the Court of the Industrial Tribunal, Calicut 
(Wednesday, the 18th day ofSeptember, Nineteen hundred 

and seventy -four) 

Present: 
Shri R.K.VENU NAYAR , B. A. B. L., 

Industrial Tribunal, Calicut. 
INDUSTRIAL DISPUTE No. 1/74 

Between 
The Managing Partner , 
New Menaka Talkies, Ernakulam . 

and 

The Secretary , 
Cochin Corporation Cinema Employees Union , Cochin . 

AWARD 
An Industrial dispute arose between the above parties was referred 
this Tribunal for adjudication by Government of Kerala as 

per Order 
No. G. O. Rt. 1452/ 73 /LBR . The issues referred are the following: 

1. Graded system of pay scales with yearly increments. 
2. D.A. 
2. Fitment of salary in the time scale, 
4. Batta and 

5. Medical facilities, 
GA127 / S 
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2. Parties to the dispute appeared before this court in pursuance to the 
notice and they filed their statement, counter statement and rejoinder and 
the case was posted for evidence. At this juncture a memo signed by 
advocates of both parties was filed stating that the dispute has been settled . 
In the memo it is subinitted that they want an award in terms of the 
settlement. Since there is an agreement between the parties the 
memorandum of sectlement is accepted and an award is passed in terms 
thereof as shown in the Annexure. 
Calicut, 

R. K. VENU NAYAR, 
18-9-1974 . 

Industrial Tribunal. 
ANNEXURE 
Before the Court of the Industrial Tribunal, Calicut 

I. D. No. 1 of 1974 . 

Memorandum of Settlement 
An industrial dispute arose between themanagement ofMenaka Talkies, 
Ernakulam and their workmen represented by the Cochin Corporation 
Cinema Employees Union regarding the service conditions applicable to the 
employees. As the matter could not be settled by mutual negotiations, (the 
labour authorities of the state had intervened . An agreement could not be 
arrived at there also , and the dispute was therefore relerred for adjudication 
to the Industrial Tribunal, Calicut by the Government. 

The issues referred for adjudication to the Tribunal were ( 1) Graded 
system of pay scale with yearly increments (2 ), D. A. (3 ) Fitment of 
salary in the time scale, (4 ) Batta and Medical Facilities. 

During the pendency of the reference the parties held further discussion 
in the matter and have ultimately come to the following : 

Agreement 
( 1) It is agreed that a graded system pay scale with yearly incre 
ments will be introduced in the establishment. The names of the employees , 
their category of employment, scales of pay and the rates of increment will 
be as shown in Annexure- Í. The scale will be introduced , and fitment 
effected in the proposed scales with effect from 1-9-1974 . The next incre 
ment of the employecs will fall due on 1-9-1975 . 

( 2 ) The management agrees to pay dearness allowance to the 
employees at the rate of 12 paise per point over 600 points of Ernakulam 
cost of living index , with effect from 1-9-1974 . The part-time swecpers are 
nut eligible to this D.A. in view of their working hours and the consolidated 
wages paid to them . 

( 3) The Management agrees to pay batta to all the employees when . 
ever t.ere is an exhibition of filmsover and above the regular shows viz . 
6.30 p.m. show and 9.30 show . The batta payable will be Rs . 2 per show 
per einployee excepting in the case of the Manager , the operator and the 
Booking Clerk-cum -office Clerk . They will be eligible to get enhanced batta 
at the rate of Rs. 3 per show whenever there are morning shows, and Rs. 2 
for the other special shows. 
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(4). The union does not press their claim for medical facilities for the 
time being. 

(5 ) The working hours of the part-time sweepers will be limited to 
4 hours per day between 8 a.m. and 1p.m. 

(6) This agreement will be binding on the parties till 31-8-1977 . 

( 7) All other termsand conditions of service not specifically altered 
by this agreement including bonus will continue to remain in force. The 
union will not place any demands resulting in financial commitmenis to the 
management till the expiry of the above agreement. 
Dated this the 11th day of September, 1974 . 
(Sd.) 

(Sd.) 
K. D. PAUL, 

Representing the Union . 
Representing the Management . 
( Sd .) 

(Sd .) 
Advocate for the Management. 

Advocate for the Workmen . 
ANNEXURE - I 
Scals of Pay 

Fitment as on 

1-9-1974 
1 . Manager (P.J. Varghese) 200-10-240 

200.00 
15-300-20-380 
2 . Chief Operator ( P. V. Bhaskara Menon ) 

148.00 
120-7-148-10-188-12-232 
3 . Chief Air Conditioner Operator 

141.00 
( A. Chakrapani ) 120-7-148-10-188-12-232 
4 . Booking Clerk cum Office Clerk 

118.00 
(K.K.Sukumaran ) 90-7-118-9-154-12-202 
5 . Assistant Operator/ Booking Clerk -Gate Keeper 

Electrician 85-6-109-8-141-10-181 
1 . C. A. Antony ( Electrician /Gate Keeper ) 

91.00 
2 . C.R. Dasan (Assistant Operator /Gate Keeper) 97.00 
3 . M. M. Samuel (Gate Keeper /Booking Clerk ) 91.00 

C. K. Thomas (Booking Clerk /Gate Keeper ) 97.00 
5 . T. K. Varghese (Booking Clerk /Gate Keeper ) 91.00 
6 . T. P. Antony (Gate Keeper/ Booking Clerk ) 91.00 
7 . C. K. Parameswaran ( do . 

91.00 
8 . A. V. Raphael 

do . 

91.00 
9 . K. C. Joseph 

do . 

91.00 
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Scale of Pay 


Fitment as on 
1-9-1974 
91.00 
91.00 
91.00 
85.00 
85.00 


6 . 


10 . P. K. Sukumaran (Gate keeper /Booking Clerk ) 
11 . P.J. Devassy 

do . 
12 . C. C. Vincent 

do . 
13 . A. Sivalingam Pillai ( do . 
14 . A. Anantha Raman (Assistant Operator / 

Gate Keeper ) 
Watchman & Cleaners 70-5-90-6-114-7-142 
1 . C. T. Antony 
2 . S.Kannan 
Part- time Sweepers Rs. 90 - Consolidated with 

Rs. 8 as annual increment 
1 . C. P. Jayamma 
2 . Rita D Silya 


80.00 
75.00 


7 . 


90.00 
90.00 


(Sd .) 
Representing the Union . 


( Sd.) 

K. D.PAUL , 
Representing Management. 

( Sd .) 
Advocate. 


( Sd.) 
Advocate . 


Kerala Gaaotte No. 43 dated 22nd October 1974 . 
PART 1 

GOVERNMENT OF KERALA 
Local Administration and Social Welfare (G ) Department 

NOTIFICATION 
No. 11796 /G2/74 /LA & SWD . Dated , Trivandrum , 30th September 1974. 

The following draft of an amendment to the Calicut Town Planning 
Trust Rules, 1973 issued in G. O. (MS) 158 /73 /LA & SW . dated 30-3-1973 
and published as S. R. O.No. 209,73 in the Kerala Gazette Extraordinary 
No. 291 dated 30-3-1973, which the Government of Kerala propose t . 
make in exercise of the powers conferred by sub-section (1 ) of section 54 
of the Madras Town Planning Act, 1920 ( VII of 1920 ) is hereby published 
for general information as required by section 44 A of the Madras Town 
Planning Act, 1920 . 

Notice is hereby given that the said draft will be taken up for considera 
tion on or after 11-11-1974 and that any objection or suggestion which may 
be received from any person in respect of the said draft before the date 
specified above will be considered by the Government. Objections and 
suggestions shall be addressed to the Secretary to Government , Local 
Administration and SocialWelfare Department, Secretariat, Trivandrum . 

DRAFT AMENDMENT 
In the said rules, after rule 21, the following rule shall be inserted , 
namely: 

“ 21 A. Extension of the jurisdiction of the Vigilance Division . The 
Vigilance Division of the Government shall have jurisdiction in the matter 
of conducting investigation and enquiries into allegations of corruption , 
misconduct, misuse of power and other irregularities on the part of the 
officers and servants of the Trust" . 

By order of the Governor , 

M.N. ELAYADOM , 

Deputy Secretary. 


Explanatory Note 
( This is not part of the rules of this amendment but is intended 
to indicate its general purport) 

Government consider that the Calicut Town Planning Trust should be 
brought under the jurisdiction of the Vigilance Division by making necessary 
provisions in the disciplinary rules in the Calicut Town Planning Trust 
Rules. The amendment is intended to achieve the above purpose . 
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Section ly 
GOVERNMENT OF KERALA 
Higher Education (P ) Department 

NOTIFICATION 
No. 27177/P2 /74 / H . Edn . 

Dated , Trivandrum , 24th September 1974 . 
S.R.O. No. 773 /74.- La exercise ofthe powers conferred by section 72 
of the Kerala University Act, 197+ (17 of 1974 ) read with sub section (5 ) of 
section 65 thereof, the Government of Kerala hereby make the following 
rules regulating the remuneration and other conditions of service of the 
Appellate Tribunal appointed for the purposes of the said Act, namely S 

(1) The Appellate Tribunal shall be a judicial officer not below the 
rank of a District Judge nominated by the Chancellor in consultation with 
the High Court. He shall be entitled to pay and allowances which he 
would be entitled to from time to time, had he continued in the service to 
which he belonged immediately before his appoinįment as the Appellate 
Tribunal 

(2 ) The other conditions of service of the Appellate Tribunal shall be 
the same as would be applicable to him from time to timehad he continued 
in the service to which hebelonged immediately before his appointment as 
the Appellate Tribunal. 


By order ofthe Goveraor , 

P. K. UMASHANKAR , 
Special Secretary . 


Explanatory Note 
Sub section ( 1) of Section 65 of the Kerala University Act, 1974 
provides for the constitution of an Appellate Tribunal for the purposes of the 
said Act. Sub section (5) of the above section lays down that the remu 
neration and other conditions of service of the Appellate Tribunal shall be 
such as may be prescribed by rules. Government have decided to prescribe 
the remuneration and other conditions of service of the Appellate Tribunal 
as in the above notification . 
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PARTI 

GOVERNMENT OF KERALA 

Labour (B ) Department 
ERRATUM NOTIFICATION 


No. G. O. Rt. 816 /74/LBR . Dated, Trivandrum , 28th August 1974 . 

S. R. O.No.774 /74. - In Government Notification No G.O. (Rt) 606/ 
74 /LBR dated the 28th June, 1974 published as S. R. O No 486 74 in the 
Kerala Gizette N ). 27, Part I, dated the 2nd July , 1974 , for the name 
" Sri. P. Gaghunathan ” read “ Sri. P. Raghunathan " . 

By order of the Governor, 
U. MAHABALA RAO , 

Secretary 


Explanatory Note 

( This does not form part of the notification ) 
In Notification No. 606 /74 /LBR dated 28-6-1974 the name of 
P. Raghunathan , Deputy Commissioner (Excise) North Zone, Kozhikode 
was misspelt as P. Gaghunathan . This is 10 mend the above discrepancy . 
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GOVERNMENT OF KERALA 
Agriculture ( Planning I ) Departmeat 

NOTIFICATION 


No. 48680 / P5 /74 /AD . 

Dated , Trivandrum , 12th September 1974 . 
S. R. O.No. 775/74 .-- In exercise of the powers conferred by section 
63 of the Kerala Agricultural University Act, 1971 (33 of 1971 ), read 
with section 16 thereof, the Government of Kerala hereby make the following 
Ordinance regarding the procedure to be followed at the meetings of the 
Executive Committee; namely : 


Ordinance 


The Vice -Chancellor shall, if present, preside over the meetings of 
the Executive Committee. 

In the absence of the Vice Chancellor, the Pro - Vice -Chancellor, if any, 
shall preside over the meetings. 

In the absence of both the Vice Chancellor and the Pro -Vice 
Chancellor, the Members present shall elect one among them to preside over 
the metting . 

The Chairman, at any meeting , may at his discretion adopt the 
procedure for discussion of all matters at the meeting of the Executive 
Committee in so far as he thinks fit. 


By order of the Governor , 

S. NAGARAJAN, 
Additional Secretary . 
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Section iv 
GOVERNMENT OF KERALA 
Public Works ( Transport C ) Department 

NOTIFICATION 
No. 37499 / TC1/74-1/PWD . Dated , Triandrum , 28th September 1974 . 

S. R. O. No. 776 /74. - In exercise of the poness conferred by rule 4 
of the schedule to the Kerala Motor Vehicles (Taxation of Passengers and 
Goods) Act, 1963 (25 of 1963) and in partial modification of Notification I 
No. 49087 /TB2 /71 /PW . dated 1st June, 1972 pablished as S. R. O. 
No. 262/72 in the Kerala Gazette Extraordinary No. 287 dated 1st June 1972 
as modified by Notification I No. 39 ( 11 / TB2172 /PW dated 29th Septeraber, 
1972, published as S. R. O. No. 495/72 in the Kerala Gazette Extraordinary 
No. 538 dated 29th September, 1972, the Government of Kerala being of 
opinion that it is necessary in the public interest to do so, hereby order that 
the 15th to 17th instalments of arrearsof tax due inder the said Act in respect 
ofthe stage carriage KLQ. 7521 belongin to Sri P. Gopinath in , Sreevilasam 
Bungalow , Kavanadu , Quilon - 3 shall be paid in three equalmonthly instal 
ments commencing from 30-9-1974 . 

By order of the Governor, 

C. M.NARAYANAN , 

Deputy Secretary 


Explanatory Note 
( This is not part of the notification but is intended to explain , the reasons 
for issue of the notification .) 

It has been represented by Sri P. Gopinathan that he could not remit 
the 15th to 17th instalments of arrears of T. P. G. on or before the due dates 
due to financial strain . 

He has requested for exterision of time. Government have considered 
the matter and decided to cxtend the time 18 notified in public interest, 
as otherwise the vehicle will be put out of opera ion causing much incon 
venience to the students and the travelling public. 
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Section iv 
GOVERNMENT OF KERALA 
Water and Power ( Electricity - A ) Departmexxi 

NOTIFICATIONS 

(1) 
No. 20429 /EL.A1/ 74-1 /W & P . Dated, Trivandrum , 30th September 1974 , 

S. R. O. No. 777174. - Under sub -section ( 1) of section 28 of the 
Indian Electricity Act, 1910 (Central Act 9 of 1910 ) , the Government of 
Kerala after consulting the State Electricity Board and with the consent o 
the Corporation of Cochin as required by sub -section (1A ) of the said section 
is pleased to accord sanction to M /s Cochin Shipyard Ltd. for engaging in 
the business of supplying electricity to the public including their own offices 
and quarters with in the shipyard area , subject to the following conditions 
namely : -- 

(1 ) M /s Cochin Shipyard Lid . shall comply with all the statutory 
obligations of a licensee provided for under the said Act as also under the 
Indian Electricity Rules, 1956 ; 

(2 ) The company shall ensure prompt submission of returns required 
under the Kerala Electricity Duty Act, 1963 (23 of 1963 ) and the Rules 
thereunder to the Chief Electrical Inspector ard shall ensure regular pay. 
ment of electricity duty due to the Government under sections 3 and 4 of the 
Kerala Electricity Duty Act, 1963. 

( II) 
No. 20429 /ELA1/74-2 /W & P . Dated , Trivandrum , 30th September 1974 . 

S. R. O.No. 778 /74. - In exercise of the powers conferred by rule 133 of 
the Indian Electricity Rules , 1956 , the Government of Kerala hereby 
direct that the provisions of rule 63 of the said rules shall be relaxed in the 
case of M /s Cochin Shipyard Limited to the extent necessary for enabling 
the said M /s Cochin Shipyard to commence supply of energy at high or 
exira high voltage to any person in the area of the said M /s Cochin Ship 
yard before the Inspector is sa isfied that the provisions of rules 65 to 69 
(both inclusive ) have been complied with and the approval in writing of the 
Inspector has been obtained , subject to the following conditions , namely: 
( 1) that a qualified and competent Electrical Engineer of M /s. 

Cochin Shipyard Limited with not less than Eight year s 
experience in the laying down , placing and maintenance of 
high and extra high voltage electric supply lines and apparatus 
shall satisfy himself and record in writing before such supply is 
commenced that the provisions in rules 65 to 69 (both 

inclusive) of the said rules have been complied with ; 
( 2) that this relaxation shall be in force for a period of three years 
only . 

By order of the Governor , 
G. GOPALAKRISHNAN PILLAI, 

Secretary 
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Section iv 


GOVERNMENT OF KERALA 


Pablic Works (Transport a ) Department 

NOTIFICATION 


No. 37499/ TCI/74-2 /PW . 

Dated , Trivandrum , 28th September 1974 . 
S. R. O. No. 779/74. - Whereas representation has been received from 
Shri P. Gopinathan , Sreevilasam Bungalow , Kavanadu, Quilon - 3 that 
the tax on passengers and goods in respect of stage carriage bearing 
Registration Number KLQ 7521 could not be remitted in time due to 
financial strain and requested for extension of time for payment of tax ; 

And whereas the Government are convinced that non -operation of the 
vehicle due to non -payment of tax would cause great inconvenience to the 
travelling public; 

And whereas Government being ofopinion that it is necessary in the 
public interest to extend the time for payment of tax on passengers and 
goods in respect of the stage carriage bearing Registration Number 
KLQ 7521 for the period from 1-9-1973 to 30-9-1974; 

Now , therefore, in exercise of the powers conferred by rule 4 of the 
schedule to the Kerala Motor Vehicles ( Taxation of Passengers and Goods) 
Act, 1963, (25 of 1963) , the Government of Kerala hereby order that the tax 
on passengers and goods together with penalty if any imposed under the Act 
payable in respect of stage carriage bearing Registration Number KLQ 7521 
belonging to Sri P. Gopinathan , Sreevilasam Bungalow , Kavanadu, 
Quilon -3 for the period from 1-9-1973 to 30-9-1974 , for which period the 
tax is in arrears shall be paid as a very special case in monthly instal 
ments commencing from 30-9-1974 the first of such instalment being 50 % 
of the total arrears and the subsequent two instalments being 25 % each 
of arrears and without prejudice to the payment of the current composition 
fee payable under the said Act till the entire arrears are cleared , subject to 
the condition that in case of any default in the payment of arrears in any 
such instalments the above concession for payment of arrears in instalments 
shall cease to exist and the arrears outstanding on the date of such default 
shall be payable in a lump sum . 


By order of the Governor, 

C. M.NARAYANAN , 
Deputy Secretary. 

[P. T. 0. ] 
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Explanatory Note 
(This is not part of the notification but is intended to explain 
the reason for issue of notification ) 

Representation has been received from Shri P. Gopinathan that he 
could not remit the T. P. G. for the periods from 1-9-1973 to 30-9-1974 due 
to financial strain and requested for extension of time. Government are 
convinced that special circumstances exist that he could not remit the tax in 
time and therefore as a very special case agreed to pay the arrears in 
instalments. 
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Section iv 


GOVERNMENT OF KERALA 
Development (K ) Department 

NOTIFICATION 
G. O. MS. No.102174 /DD . 

Dated , Trivandrum , 24th September 1974 . 
S. R. O. No. 780 /74. - In exercise of the powers conferred by 
section (6 ) of the Indian Fisheries Act, 1897 (Central Act IV of 1897 ), the 
Government of Kerala hereby make the following amendment to the 
rules and conditionis prohibiting fishing with stake -nets and china-nets with 
out licences in certain waters in the Malabar and South Kanara Districts 
issued by the Government of Madras in G. O.MS. No. 288/Agri. dated the 
8th December, 1953 and published at pages 11-13 of the Rules supplement to 
Part 1 of the Fort St. George Gazette dated the 20th January 1954, the same 
having been previously published as required by sub -section (6 ) of the said 
section , namely : 


AMENDMENT 


In the said rules, for rule 5 , in Appeadix I, the following rule shall be 
substituted , namely : 

« 5. The licence fee for a stake- net shall be Rs. 50 (Rupees 
Fifty) for an year and that for China-net shall be Rs. 60 (Rupees Sixty) for 
an year and such fee shall be paid in advance ." 

By order of the Governor , 
M. S. K.RAMASWAMI, 

Secretary . 


Explanatory Note 
( This does not form part of this notification but is intended to indicate 
its general purport.) 

Fishery wealth in back waters is the property of the Government and the 
licence holder is allowed to enjoy the wealth from a particular area where 
the net is erected . This is a privilege enjoyed by the licence holder from 
Government for which a levy is imposed . The Fisheries Department has 
taken steps to improʻre the fishery wealth ofback waters . There are schemes 
to stock with good varieties of fish seeds in all public waters. These activities 
have a direct impact on the economic condition of licence holders. Consi 
dering the abnormal rise in the cost of fish when compard with that of ten 
or fifteen years back , it is considered justifiable and necessary to enhance 
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the existing licence fees suitably . Government therefore decided 
enhance the licence fees in Malabar area for stakenet and china net 
by amending the rules . Accordingly a notification containing draft 
amendment enhancing the licence fees was published in the Kerala 
Government Gazette No. 21 dated 21-5-1974 as S.R.O. No. 354/74 . 
In the notification , notice was also given calling for objections or 
suggestions, if any, for consideration of Government. Objections 
received were duly considered by Government. As the agruments put 
forward in support of the objections were not considered reasonable , 
Governmept have decided to carry out of the amendment already proposed . 
This notification is intended to give effect to the proposed amendment. 
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Section iv 
GOVERNMENT OF KERALA 
Local Administration and Social Welfare (C ) Department 

NOTIFICATION 
G. O.MS. 222/74 /LA & SWD . Dated , Trivandrum , 8th October 1974 , 

S. R. O.No. 781/74. - In exercise of the powers conferred by sub 
section ( 3) of section 91 and clause (a ) of sub -section (2 ) of section 344 of the 
Kerala Municipalities Act, 1960 ( 14 of 1961) and sub -section ( 2 ) of section 90 
and clause (a) of sub -section (2 ) of section 367 of the Kerala Municipal 
Corporations Act, 1961 ( 30 of lunl) the Government of Kerala hereby make 
the following amendment to the Kerala Municipal Employees Medical 
Attendance Rules, 1966 issued under G. O. MS. 858/66 /HLD dated the 17th 
November, 1966 and publishel as S. R. O. No 436/66 in Part I of the 
Kerala Gazette No. 46 dated the 22nd November, 1966 as subsequently 
amended , the same having been previously published as required by section 
345 of the Kerala Municipalities Act, 1960 (14 of 1961) and section 368 of 
the Kerala Municipal Corporations Act, 1961 ( 30 of 1961) . 

AMENDMENT 
In the said rules, in the second paragraph of sub-rule (c) of rulc 8, 
between the words " Government Hospital or Dispensary " , and " who treated 
the employee" the following shall be inserted , namely: 
“ Or by an A Class Registered Medical Practitioner" . 

By order of the Governor , 
N. GOPALAKRISHNAN NAIR , 

Secretary 
Explanatory Note 
( This note is not a part of this amendment or the rules, but is intended to 
indicate its general purport.) 

It has bcen brought to the notice of the Government that the amendment 
to sub- rule ( c) of rule 8 o the Keral.. Municipal Employees Medical Attend 
ance Rules, 1966 made by G.O.V. 79 /70 /LAD dated 9-12-1970 has 
created difficulty to the contingent workers to get the medical rembursement 
claims certified by the Sledical Officer in charge of a Governmenthospital or 
dispensary Government considered the question and it was decided 
that certificate issued by 

TA Class Registered 
Medical Practitioner will b : sufficient for reimbursement of claims 
preferred by the contingent workers of the Municipalities and Corporations 
and Township . Necessary amendments have to be made in the Kerala 
Municipal Employees Medical Attendance Rules, 1966. This amendment is 
intended to achieve die above purpose . 


a 


an 
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Section iy 
GOVERNMENT OF KERALA 
Local Administration and Social Welfare ( C ) Department 

NOTIFICATION 
G. O.MS. 226 / 74 /LA & SWD . Dated , Trivandrum , 9th October 1974 . 

S.R.O. No. 782/74. - In exercise of the powers conferred by sub-section 
(1) of section 142 of the Kerala Panchayats Act, 1960 ( 32 of 1960 ), and on 
the recommendation of the Director of Panchayats in consultation with the 
Special Officer , Kovalam -Vizhinjam area Development Authority, the 
Government of Kei ala hereby declare that the provisions of the law relating 
to Municipalities mentioned in the schedule below shall be extended to and 
be in force in such of the areas of the Vizhinjam , Venganur and Thiruvallam 
Panchayats in Trivandrum District as shall fall within the ambit of the 
Kwalam -Vizhinjam area Development Authority with effect on and from 
23-10-1974 . 

SCHEDULE 
Chapters IX and X , Clauses 3 , 4 , 16 , 28 , 30 , 33 and 39 of Section 3 , 
Sections 347 and 363 so far as they relate Chapters IX & X , Sections 355 
and 35 ) of the Kerala Municipalities Act, 1960 (14 of 1961) and the provi 
sions regarding penalities specified in Schedules V and VI of the said Act for 
contrave ition of Sections 196 , 197 , 202, 204, 205 , 207 , 209 to 213 , 215 , 216 , 
218 to 221 , 224 to 227 and 245 and the Kerala Municipal Building Rules, 
1968. 

By order of the Governor, 
N. GOPALAKRISHNAN NAIR , 

Secretary . 
Explanatory Note 
( This note is not part of the notification , but is intended to indicate 
its general purport). 

It is the intention of Government to extend the Building Regulations of 
the Kerala Municipalities Act, 1960 and the Municipal Building Rules, 1968 
to the Vizhinjam , Venganur and Thiruvallam Panchayat areas falling 
within the ambit of the Kovalam -Vizhinjam area Development Authority, 
so as to have adequate developmental control over future constructions in 
those areas, as envisaged in the Kerala Municipalities Act. The Director of 
Panchayats in consultation with the Special Officer, Kovalam -Vizhinjam 
area Development Authority has proposed the provisions that are to be 
enforced in those Panchayat areas. Government have accepted the proposal. 
This notification is intended to achieve the above object. 


G. 1756 


Section tv 


G.1760 


Kerala Gazette No. 43 dated 22nd October 1974 . 
PART I 

GOVERNMENT OF KERALA 

Home (E ) Department 
NOTIFICATION 


G. O. (Rt.) 1630074 /Home 

Dated , Trwandrum , 20th September 1974 . 
S. R. O.No. 783 /74. - In exercise of the powers conferred by clause (s) of section 2 of the Code 
of Criminal Procedure, 1973 (Central Act 2 of 1974 ) and in modification of the notification issued in 
G. O. (Rt.) No. 807/72 /Home dated the 29th May 1972 in so far as it relates to the local areas of jurisdic 
tion of Kalloorkadu Police Station defined under Schedule B of the said notification , the Government of 
Kerala hereby redefine the local areas jurisdiction of Kalloorkadu Police Station so as to include the local 
areas specified under column ( 4 ) in Schedule below : 


THE SCHEDULE 


Name of Villages 


Taluk 


Name of Karas 


Name of 
Police Station 


( 1 ) 


( 2) 


(3 ) 


( 4 ) 


Kalloorkad 


1 . Kalloorkad Moovattupuzha 1 . Kalloorkad 

2. Nagapuzha 
3. Thazhavamkunnan 

4. Velloor (part) 
Note . - The Boundary of Veloorkara in Kalloorkad Village passes through the eastern 

boundary of Śy . Nos. 982,983 . 986 and 987. Western portion of this boundary 
is Velukara in Kalloorkad Village. 


( 2) 

( 3) 
2. Manjallore 

Moovattupuzha 1. Vadacode 

2. Mudappannur 
3 . Vazhakulam 
4 . Neerc mpuzha 
5. Manjallur 
6. Piralimattom 
7 . ..adalikadu 
8. Kappu 

9. Vengalloor (part) 
Noto. - Vegalloorkara in Manjallore Village is that portion lying on the southern 

portion of Thodupuzha -Moovattupuzha Road . 
3. Enanalloor 

Moovattupuzha 1. Enanalloor 

2. Puthoor 
3. Ayavana 
4. Kava adu 
5. Peramangalam . 


N 


By order of the Governor, 
S. NARAYANASWAMY, 

Special Secretary . 
Explanatory Note 
( This does not form part of the notification , but is intended to indicate its general purport.) 

Kalloorkad and Enanalloor Villages form part of Muvattupuzha Taluk. But in the notification issued 
in G.O. (Rt.) 807/72 /Home dated 29-5-1972 the above villages are wrongly shown as part of Kott amangalam 
Taluk . 

This notification is being issued to rectify the above defect . 
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Section i 
GOVERNMENT OF KERALA 
Revenue (C ) Department 

NOTIFICATION 
G. O.Ms. No. 1014 /74 /RD . 

Dated , Trivandrum , 3rd October 1974 . 
S. R. O. No. 784/74. - Government are hereby pleased to notify that 
with effect from 1-1l- 1974 , there shall be two Revenue Divisions in Kottayam 
District, viz. Kottayam Revenue Division with Headquarters at 
Kottayam and Palai Revenue Division with Headquarters at Palai compris 
ing the following Taluks : 


Kottayam Revenue Division 

1. Kottayam 
2. Changanacherry 
3. Kanjirappally 


Palai Revenue Division 

1. Vaikom 
2. Meenachil 


By order of the Governor, 
K. V. RAMAKRISHNA AYYAR , 

Secretary . 
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GOVERNMENT OF KERALA 
General Education ( J) Department 

NOTIFICATION 


G. O. ( P ) 184/74 ) G. Edn . 

Dated, Trivandrum , 23rd September 1974 . 
S. R. O. No. 785/74.- In exercise of the powers conferred by section 36 
of the Kerala Education Act, 1958 (6 of 1959 ) the Government of Kerala 
hereby make the following amendment to the Kerala Education Rules, 1959, 
namely : 


AMENDMENTS (No. 20/74) 
In the said rules, 
in Chapter XXVII ( A ), 

in Note (1 ) under sub rule (b ) of Rule 12 , for the words " actual pay " 
the words " actual pay including personal pay " shall be substituted . 

By order of the Governor, 
ZACHARIA MATHEW , 

Secretary . 


Explanatory Note 
( This note is not part of the rules or this amendment, but is intended 
to indicate their general purport) 

According to Note (i) below Rule 12 Chapter XXVII A K. E. Rs . 
" emoluments” means the actual pay ( including D. P.) drawn excluding all 
allowances which are in the nature of compensatory or supervisory or other 
allowance. A doubt has been raised whether personal pay granted to 
those who have reached themaximum of the scale of pay consequent on the 
revision of the scale of pay can be reckoned as emoluments. Personal pay 
is only an addition to the pay and not a compensatory or other allowances . 
It was clarified that personal pay can be reckoned for the purpose of pension 
under the note referred to above. 

Hence this amendment. 
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Section iv 
GOVERNMENT OF KERALA 

Home (E ) Department 

NOTIFICATION 
G. O. Rt. No. 1275 /74 /Home. 

Dated , Trivandrum , 1st August 1974 . 
S. R. O. No. 786 /74. - In exercise of the powers conferred by 
clause (s) of section 2 of the Code of Criminal Procedure, 1973 (Central Act 
2 of 1974 ) the Government of Kerala hereby declare that with effect from 
26-10-1974 Building No. 17/21 (separate apartment) situated in DPO com 
pound in Calicut Kasba Desom in Kozhikode Taluk in Calicut Corporation 
limits shall be a Police Station known as Calicut City Traffic Police Stat:on 
having concurrent jurisdiction over the local areas comprised within the 
Calicut Corporation limits falling within the limits of the following Police 
Stations : 

1. Calicut Town 
2 . Calicut Kasba 
3. Nadakkavu 
4. Panniankara 
5 : Meenchanda-Naduvattam desom of Beypore amsom only 
6 . Medical College: (1 ) Kottooly desom and Parayanchery 

desom of Kottooly amsum 
(2 ) Nellikode desom ofNellikode amsom 
( 3) Kommeri desom of Valayanad amsom 
(4 ) Kovur de som of Kovur amsom and 
(5 ) Mayanad desom ofMiyanad amsom 


only 


7. Chevayur: 


(1) Chevarambalam , Chandaparamba , 

Parepodi and Vellimadukunnu desom 

of Chevayur amsom 
(2 ) Kannadikkal, Vengeri and Thada 

mattu Thazham desom of Vengeri 

amsom and 
( 3) Chelavur desom of Chelavur amsom 

only 
(4 ) Edakkad and Puthiyangadi desom of 

Edakkad amsom only. 


8. Elathur 


By order of the Governor, 
S. NARAYANASWAMY, 
Special Secretary . 

( P. T. o . 
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Explanatory Note 
( This does not form part of the notification but is intended to indicate 
its general purport. ) 

Atpresent the men of Calicut City Traffic Police wing are attached to 
various Police Stations of Calicut Town North and South circles . 

The 
Officers of the Traffic wing are , therefore , not in a position to impart better 
instructions to them in Traffic Rules and Regulations and maintain proper 
discpline among the force. It is therefore found necessary to open a sepa 
rate Police Station in Calicut City for the Traffic wing alone for the effi 
cient functioning of the City Traffic Police . 

This notification is being issued to achieve the above objective 
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കേരള സർക്കാർ 


Section iy 


നികുതി ( ബി ) വകുപ്പ 

പരസ്യങ്ങൾ 


ജി . ഒ. എം . എസ്. നമ്പർ 82|74 |ററി, ഡി . 

തിരുവനന്തപുരം, 1974 മൂ ലെ 1 . 


I 


എസ്. ആർ. ഒ. നമ്പർ 459174. - 1963- ലെ കേരള പൊതുവിൽപ്പന നികുതി 
ആക°ററ (1963- ലെ 15) 10 -ാം വകുപ്പ്(3) -ാം ഉപവകുപ്പ്നൽകുന്ന അധികാര 
ങ്ങൾ വിനിയോഗിച്ച്, കേരള സർക്കാർ, 1973 ഡിസംബർ 11 -ാം തീയതിയിലെ 
എം . എസ്. 155 / 73/ററി, ഡി , എന്ന നമ്പർ ജി . ഒ. ( പകാരം പുറപ്പെടുവിച്ചതും 
1974 ജനുവരി 8 -ാം തീയതിയിലെ 2 -ാം നമ്പർ കേരള ഗസററിൽ 17| 74 എന്ന 
നമ്പർ എസ്. ആർ. ഒ. ആയി പ്രസിദ്ധപ്പെടുത്തിയതുമായ നികുതി ( ബി ) 
വകുപ്പുവക I-ാം നമ്പർ പരസ്യം ഇതിനാൽ റദ്ദുചെയ്യുന്നു . 

ഈ പരസ്യം 1974 ജൂലൈമാസം ഒന്നാം തീയതിയും അന്നു മുതൽക്കും 
നടപ്പിൽ വരുന്നതാണ്. 

വിശദീകരണക്കുറിപ്പ് 
(ഇത് പരസ്യത്തിന്റെ ഭാഗമല്ല ; എന്നാൽ പൊതു ഉദ്ദേശം സൂചിപ്പിക്കാനു 
ളതാണ്.) 

11-12-1973 - ലെ എം . എസ്. 155/ 73/ ററി. ഡി . എന്ന നമ്പർ ജി . ഒ. 
(17/74 എന്ന നമ്പർ എസ്. ആർ. ഒ . ) പ്രകാരം പുറപ്പെടുവിച്ച I-ാം നമ്പർ 
പരസ്യത്തിൽ സംസ്ഥാനത്തിനകത്തു നടത്തുന്ന കേ " ഷ്യയോഗ്യമല്ലാത്ത 
ഉണക്കമരച്ചീനിയുടെ വിൽപ്പനയെ 1-4-1967 മുതൽമുൻകാല പ്രാബല്യത്തോടു 
കൂടി ിൽപ്പനനികുതിയിൽ 

നിന്നും 

സ ർ ക്കാ ർ ഒഴിവാക്കിയിരുന്നു . 
മരച്ചീനിക്ക് അവസാന കയഘട്ടത്തിൽ രണ്ടുശതമാനം ഏകമുഖ 

വിൽപ്പന 
നികുതി 

വ്യവസ്ഥ ചെയ്തു കൊണ്ട് മരച്ചീനിയെ 
1963 - ലെ കേരള പൊതുവിൽപന നികുതി ആക്ററി ൻറ ഒന്നാം പട്ടികയിൽ 
ഉൾപ്പെടുത്തി. അതുകൊണ്ട്, മേൽപറ ഞ്ഞപരസ്യപകാരം 

ഭക്ഷ്യയോഗ്യ 
മല്ലാത്ത ഉണക്കമരച്ചീനിയുടെ സംസ്ഥാനത്തിനകത്തുനടത്തുന്ന വിൽപ്പന 
സംബന്ധിച്ച് അനുവദിച്ചിരുന്ന 

ഒഴിവ് വീണ്ടും തുടരേണ്ട ആവശ്യ 
മില്ലെന്നും മേൽപറ ഞ്ഞ പരസ്യം റദ്ദാക്കേണ്ടതാണെന്നും കരുതുന്നു . ഈ 
പരസ്യം മേൽപറ ഞ്ഞ ഉദ്ദേശം സാധിക്കുന്നതിനുളളതാണ്. 


ചുമത്തുന്നതിന 


II 
എസ്. ആർ. ഒ. നമ്പർ 460 /74. - 1956 - ലെ കേന്|ദവിൽപന നികുതി 
ആക്ററ് (1956 - ലെ 74 ) 8 -ാം വകുപ്പ് ( 5)- . ഉപവകുപ്പ് നൽകുന്ന അധി 
കാരങ്ങൾ വിനിയോഗിച്ച് കേരളസർക്കാർ 1973 ഡിസംബർ 11 -ാം തീയതി 
G. 1709 
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യിലെ എം . എസ്. 155/ 73/ ററി, ഡി . എന്ന ന സർ ജി . 4. പ്രകാരം പുറപ്പെടു 
വിച്ചതും 1974 ജനുവരി 8 -ാം തീയതിയി തല 2 -ാം നമ്പർ കേരളഗസററിൽ 
18/74 എന്ന നമ്പർ എസ്. ആർ. ഒ . ആയി പ്രസിദ്ധപ്പെടുത്തിയതുമായ 
. നികുതി ( ബി ) വകുപ്പുവക II-ാം നമ്പർ പരസ്യം ഇതിനാൽ റദ°ദുചെയ്യുന്നു . 

ഈ പരസ്യം 1974 ജൂലൈമാസം ഒന്നാം തീയതിയും അ ന്നുമുതൽ . 
നടപ്പിൽവരുന്നതാണ്. 


വിശദീകരണക്കുറിപ്പ 


(ഇത് പരസ്യത്തിന്റെ ഭാഗമല്ല ; എന്നാൽ പൊതുഉദ ° ലേശം സൂചിപ്പി 
കാനുളളതാണ്) 

11-12-1973- ലെ എം . എസ്. 155/73] റി . ഡി . എന്ന നമ്പർ ജി . 4 , 
(18| 74 എന്ന നമ്പർ എസ്. ആർ. ഒ.) പ്രകാരം പുറപ്പെടുവിച്ച II-ം നമ്പർ 
പരസ്യത്തിൽ ഭക്ഷ്യയോഗ്യമല്ലാത്ത ഉണക്കമരച്ചീനിയുടെ സം സ്ഥാനാന്തര 
വിൽപനയെ 1-4-1967 മുതൽ മുൻകാല പ്രാബല്യത്തോടുകൂടി വിൽപന 
നികുതിയിൽ നിന്നും സർക്കാർ ഒഴിവാക്കിയിരുന്നു . മരച്ചീനിക്ക് അവ 
സാന കയഘട്ടത്തിൽ രണ്ടുശതമാനം ഏകമുഖവി ൽപനനികുതി ചുമത്തുന്ന 
തിന് വ്യവസ്ഥചെയ്തുകൊണ്ട് മരച്ചീനിയെ 1963- ലെ കേരള പൊതു 
വിൽപന നികുതി ആക്ററിന്റെ ഒന്നാംപട്ടികയിൽ ഉൾപ്പെടുത്തി. അതു 
കൊണ്ട 

മേൽപറ ഞ്ഞ പരസ്യപകാരം ഭ ക് ഷ്യ യോ ഗ്യ മ ല്ലാ ത്ത ഉണക്ക 
മരച്ചീനിയുടെ സംസ്ഥാനാന്തരവിൽപ്പന സംബന്ധിച്ച് അനുവദിച്ചിരുന്ന 

വീണ്ടും തുടരേണ്ട ആവശ്യമില്ലെന്നും മേൽപറഞ്ഞ പരസ്യ 
റദ്ദാക്കേണ്ടതാണെന്നും കരുതുന്നു . ഇ പരസ്യം 

മേൽപറ ഞ്ഞ ഉദാ . 
സാധിക്കുന്നതിനുളളതാണ്. 

ഗവർണ്ണരുടെഉത്തരവു പ്രകാരം, 
വി . വെങ്കിടനാരായണൻ, 

സെകട്ടറി, 
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GOVERNMENT OF KERALA 


Taxes ( B ) Department 


NOTIFICATION 


G.O. Ms. 130/74 TD . Dated, Trivandrum , " 2nd October, 197% . 

S. R. O. No. 78774. - In exercise of the powers conferred by 
section 10 of the Kerala General Sales Tax Act, 1963 ( 15 of 1963 ) , 
the Government of Kerala having considered it necessary in the public 
interest so to do , hereby make a reduction in the rate of tax payable 
under the said Act by an oil miller in the State on the sale of 
coconut cil and coconut oil cake produced in his mill to any dealer 
for sale by such dealer in the course of inter -State trade or com 
merce from five percent to one percent, subject to the condition that 
the oil miller shall produce before the assessing authority a declara 
tion obtained from the purchasing dealer in the form 

hereto 
appended 


33 / 3312 /MC 
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APPENDIX 
[Declaration (* ) to be issued in quadruplicate by the purchasing 
dealerſe 

I We.... bearing Registration No .. and assessee ( s ) 
on the rolls of the . 

do hereby declare that the coconut oil 
and cake specified in Invoice No. Bill No. .dated . 
of Messrs.. .of ( Place ) .. 

purchased by melus 
have been actually sold by meus in the course of inter State trade 
or commerce as per Sale Bill Invoice despatch particulars furnished 
below : 
Sale bill/ Invoice / Particulars of 

Remarks 
despatch particulars 

C Form , etc. 


I/We do hereby declare that the particulars herein furnished 
are true to the best of my our knowledge and belief . 
Date : 

Signature of dealer 
Place : 

Name and full address 
( * ) The first three copies of the declaration shall be handed 
over to the oil miller who in turn shall file the original and duplicate 
before the assessing authority retaining the triplicate for himself . 

By order of the Governor , 
Dr. V. VENKTTANARAYANAN , 

Secretary to Government. 

Explanatory Note 
( This does not form a part of the notification but is intended to 
indicate the general purport ) . 

In Notification No. ( 2 ) issued in G.O. (Ms) 149|66 |RD . dated 8th 
March, 1966 ( S.R.O. No. 11766 ), the Government reduced to one 
percent the rate of salestax payable under the Central Sales Tax Act . 
1956 by oil millers in the State on the inter - State sale of coconut oil 
and cake by them , subject to certain conditions. It is now con 
sidered by the Government that the rate of salestax payable under 
the Kerala General Sales Tax Act, 1963 by the millers in the State 
on the sale of coconut oil and cake to any dealer in the State for 
sale in the course of inter - State trade or commerce by the said 
dealer should also be reduced to one percent. The notification is 
intended to achieve the above object. 
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PART III 

NOTIFICATION 
No. Ex . E3-40456 /74 . 

10th October 1974 . 
PART I AND PART II DIPLOMA EXAMINATION IN COMMERCIAL 

PRACTICE DECEMBER - 1974 . 
(Revised Scheme introduced vide G. 0. Ms. 144 /70 / Edn . dated 26-3-1970) 

1. The Part i and Part II Diploma Examination in Commercial 
Practice (Revised Scheme) will commence from 17-12-1974 in accordance 
with the time table given as per this notifiction . 
2. The examination will be held at the following centres: 

1. Co- operative College, Trivandrum . 
2. Governmet Women s Polytechnic, Pappanamcode P. O., 

Trivandrum - 18 . 
3 . Sree Narayana College, Quilon - 1. 
4. N. S. S. Co -operative College, Thirunakkara , Kottayam . 
5. Federal College for Banking and Commerce , Bank Road , 

Alwaye . 
6. Co-operative College, Trichur -5 . 
7. Government Women s Polytechnic - Nedupuzha P. O., 

Trichur- 7 . 
8 . Calicut Co-operative College, Tali, Kozhikode- 2 . 
9 . Government Women s Polytechnic, Malapiramba, 

Kozhikode- 9 . 
3. The following categories of candidates only are eligible for 
admission to 

(a ) (1) Part I Examination . 

Candidates who have satisfactorily completed the Seco d Year Course 
of Three Year D. C. P. Course and Taird Year Course of Four Year Part 
Time Course in any of the above institution . 
(a ) Those who have appeared and failed in the Part I D. C. P. 

course examination held in previous years. 
(b ) Candidates who have completed the Final Year Course of 

studie of either Three Yeai D. C. P. Course or the Four Year 
Part Time Course in the above instituticns and have failed in 
notmore than three subjects of the Part II D. C. P. Examina 
tion and remaining subjects in the Part I Examination 

simultaneously . 
G. 173 J. 
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4. The fee for admission to the examination is as follows: 
Part I Examination Rs. Part II Examination 

Rs. 
Fee for the whole examination 30 Fee for the whole Examination 40 
Fee for one subject 10 Fee for one subject 

10 
Fee for two subjects 20 Fee for two subjects 

20 
Fee for three subjects 30 Fee for three subjects 

30 
Fce for mark list Rs. 5 


are 


GENERAL INSTRUCTIONS IN REGARD TO THE REMITTANCE OF 
FEES PREPARATION OF A AND B LISTS ETC., FOR THE 

EXAMINATICN 
1. l he Principals of the Colleges in which the examination are 
conducted will be the Chief Superintenden s of the centre concerned unless 
otherwise ordered for special reasons. 

2. Candidates not allowed to change the centre of the 
Examination from the college in which they have unde gone the course . 

3. The name of ca : didate should be noted in A and B lists in block 
letters and should exactly be similar in every respect with that furnished in 
the general qualification certificate of the candidates. 

4. No entry should be made under the column Register number of 
A and B lists . 

5. Separate A and B Lists should be prepared in respect 
of full course candidates and compartmental candidates. 

6. The names of candidates should be written in the alphabetical 
order. The nmes of the female candid..tes should be indicated by adding 
the letter F in red ink after their names and have to be entered only after 
furnishing the entries relating to all male candidates. 
7. Last date for remittance of fee into the 

treasury for the 
examination without fine is 28-10-1974 . 

8. Late remittance , however , will be allowed with a fine of Re. 1 
upto and including 4-11-1974 . Fees remitted after 4-11-1974 will not be 
accepted on any account. 
9. The examination fee should be remitted into a 

treasury of the 
Kerala State under the head of accout" 077 B (a ) i" . 

10. The fee for mark list should be remitted under the head of account 
“ 077 B (a ) 2 other fees" . 

11. On any account the money be sent to this office in cash /cheque/ 
posial cru er /currer.cy : ote or in any other form . 

12. Last date for the receipt of application in this office is 8-11-1974 , 
Belated applications as well as late remittance of fees will not bo accepted 
on any account. 
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13. The head of institutions may collect the prescribed fee from the 
candidates appeari ag for the examination as regular ca didates (ie . College 
candidates) and rernit them in the treasury in the same of the Pricipal 
and forward the original chalan receipt with the A and B lists or regular 
candidates to the Secretary to Commissioner for Government 
Examinations. Privale candidates should forward the application with 
chalan receipts through the Principal. 

14. A candidate shall not be admitted to the examination if his/her 
attendance falls short of 80 % of the possible attendance . 

The Director of Technical Education may in special cases on the 
recommendation of the Principal concerned condone shortage of attend 
ance for a period not exceeding 15 % of the possible number of workin 
days. 

15. Any candidates who commits or attempts to commit mal 
practice in the examination will be expelled immediately and will not 
be allowed to sit for any paper subsequently in the examination . Candi 
dates are warned that they should not take into the examination hall 
any written or printed matter . Even possession of written or printed 
matter thus taken into the examination hall will also be considered as 
malpractice. Any candidate expelled from the examination either for 
malpractice or for unruly behaviour may be further debarred from 
appearing for subsequent examinations for specified number of chances 
as decided later . 

16. All candidates appearing for the examination according to this 
notification will be deemed to have given an undertaking that they will 
abide by all the rules now in force 

those to be brought into 
effect hereafter in respect of the examination . 

17. Admission tickets of the candidates appearing for the examina 
tion will be issued by the Chief Superintendent of the examination 
centre, concerned , three days before the date of commencement of the 
examination . 

18. If a candidate who has been assigned register number desires 
to cancel 

his candidature for an examination , he should submit an 
application to the Commissioner for Governnent Examinations, Trivandrum 
duly recommended by the head of the institution concerned before the 
date of commencement of examination . If a candidate has actually 
appeared for any paper of an examination his candidature will not be 
cancelled . Partial appearance will be treated as one chance. 

19. Applications which do not conform to the provisions in this 
notification or defective otherwise shall be summarily rejected without 
previous notice . 


or 
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TIME TABLE 
PART I DIPLOMA EXAMINATION IN COMMERCIAL PRACTICE DECEMBER 1974 

(Revised Scheme) 
Day and cate 

Hours 

Subject 
Tuesday 17-12-1974 10 a . m . to 1 p . m . English I Paper Prose 
Wednesday 18-12-1974 10 a . m . to 1 p . m . English II Paper 

General English 
Thursday 19-12-1974 10 a . m . to 1 p . m . Regional Language / 

Hindi 
Friday 20-12-1974 9-30 a . m . to 12-30 p.m. General Economic 

Principles 
Monday 23-12-1974 10 a . m . to 1 p . m . Scientific & Statistical 

Methods 
Thursday 26-12-1974 10 a . m . to 1 p . m . Book -keeping & Accounts 

Paper I 
Friday 27-12-1974 9-30 a . m . to 12-30 p . m . Commerce & Economic 

Geography 
Monday 30-12-1974 10 a . m . to 1 p . m . Principles of Banking 
PART II FINAL YEAR DIPLOMA EXAMINATION IN COMMERCIAL PRACTICE 

DECEMBER 1974 
Tuesday 17-12-1974 2 p . m . to 5 p . m .. English III Paper 

Business Corresponde 

nce and Precis Writing 
Wednesday 18-12-1974 2 p . m . to 5 p . m . Book -keeping & Accounts 

Paper II 
Thursday 19-12-1974 2 p . m . to 5 p . m . Business Organisation & 

Mercantile Law 
Friday 20-12-1974 2 p . m . to 2-15 p . m . Typewriting -Paper I 

Speed Test 
Do. 2-20 p . m . to 4-20 p.m. Typewriting Paper 

Manuscript 
Monday 23-12-1974 2 p . m . to 5 p . m . Secretarial Practic & 

Office Management 

ELECTIVES 
Thursday 26-12-1974 2 p . m . to 5 p . m . Banking Law & Practice 

Parer I, Co-operation 
Paper I, Salesmanship 

and Marketing 
2 p . m . to 2.10 p . m . Sherthand I Paper 
Dictation , 2-15 p . m . to 
4-15 p.m. Transcription 
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Day and date 

Hours 

Subject 
Friday 27-12-1974 2 p . in . 2.6 p . m . Shorthand 11 Paper 

Dictation, 2.10 p . m . to 
4.10 p.m. Elaboration 

of notes 
Monday 30-12-1974 2 p . m . to 2.10 p . m . Shorthand III Paper 

Dictation , 2.15 p . in . to 
5.15 p . m . Transcrip . 

ion & Condensation 
Tuesday 31-12-1974 2 p . m . to 5 p . m . Banking Law & Practice 

Il Paper, Co-operation 
II Paper, Salesmanship 

and Marketing II Paper 
2 p . m . to 2.15 p . m . Speed Test Paper I 

2.20 p . m . to 4.20 p.m. Typewriting Paper II 
Office of the Commissioner 

0.A. MATHEW , 
for Government Examinations, 

Secretary to the Commissioner for 
Trivandrum - 14 . 

Gouernment Examinations. 

APPENDIX I 
FORM OF APPLICATION FOR ADMISSION TO THE PART I PART II 
EXAM NATION IN COMMERCIAL PRACTICE (REVISED 
SCHEME ) OF DECEMBER 1974 

(Full course Compartmental) 
1. Name of centre 
2 Name of candidate (in capital letter ) 
3. Sex 
4 . Name of parent or guardian 
5. House address 
6 . Religion 
7. Caste 
8 . Date of birth 

9. Whether full timeor part time 
. 10. Name of institution in which studied 
11. Whether full course /Compartmental 
(a ) In case of compartmental candidate 

furnish previsus Register No. and 

year, month of appearance 
(b ) Compartmental candidates 

i. Subjects now desire to appear 
ii . Subjects in which already passed 
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Name of subject 

Year of passing Month Reg. No. 
12. Whether passed the Part I or placed in 

compartment for Part I, it so furnish 
Register No., month and year of Part I 
in which he has passed or placed in 
compartment (in case of Part II candi 

dates only) 
13 . Whether appearing for Part I and Part II 

simultaneously 
14. Elective subjcct chosen for Part II (Full 

course and compartmental candidates of 
Part II examination should fill in this 

column) 
15. Amount of examination fee remitted , 

chalan No., date and name of Treasury 
16 . Amount of fee Yor mark list remitted chalan 

No. date and name of treasury 
17 . Station 
18. Date 

I hereby declare that the statement made in the application are true to 
the best ofmy knowledge and belief . 


Signature of the candidate 
Address 


I hereby certify that I have verified the entries noted above and found 
them agree with the records of the institution . 


Station : 
Date : 


Signature of Principal . 


(Scal) 
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PART III 


NOTIFICATION 


No. C4-72832 /74 . 

21st October 1974 . 
In exercise of the powers conferred by section 24 of the Kerala Police 
Act 1960 (Act V of 1961) I, V. N. Rajan , Inspector General of Police, 
Kerala S ate hereby direct that, the road from the west gate of Sree 
Padmanabha Swamy Temple to Shungumughom Beach, Trivandrum shall 
be reserved in connection with the Arat Procession on 24th October 1974 
from 3 p . m . till the procession returns to the temple and that no person 
shall drive, draw , ride or push any vehicle on the road so reserved subject 

the conditions that the prohibition shall not apply to vehicles 
taking part in the procession , Ambulance Vehicles , Fire service vebicles , 
Vehicles conveying mails but that they shall stop at such places and for 
such length of time as any Police Officer may direct. 


to 


V , N. RAJAN, 
Inspector General of Police, 
Kerala State, Trivandrum . 
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PART I 

University of Kerala 

NOTIFICATION 
No. EA I. 2-540 /74 . 

17th September 1974 . 
Sub:-Conduct of University Examinations — October/November, 1974 

: 1 . The various examinations referred to in the list attached with this 
notification will be conducted by the University of Kerala between October/ 
November 1974. Details regarding the last date for registration of 
candidates, receipt of attendance and progress certificates wherever 
necessary , the dates of commencement of the examinations and the centres 
at which the examinations will be held are noted in the list attached here 
with . 

2. Forms of application for the examinations will be issued from the 
University Office , Trivandrum , on applications made to the Controller of 
Examinations, University of Kerala, Trivandrum , personally or by post 
with a self addressed and sufficiently stamped envelope and the prescribed 
fee at the rate of P. 25 (Ps. Twenty- five) per application form . Candidates 
who are to be presented from colleges may obtain the forms from their 
respective colleges . Principals of colleges who have candidates to be pre 
sented for the various examinations may write to the Controller of Examina 
tions and obtain the required copies of the forms from this office sufficiently 
early. Requests for application forms should be accompanied by a chalan 
receipt for the fee prescribed (at the rate of P. 25 per form ) remitted to 
the credit ofKerala University Fund Account. The Principals of colleges 
should remit and forward separate chalans for different examinations. 

3. Proper care should be taken in filling up the application form . AU 
details called for therein should be furnished Applications received after 
the last date prescribed for them with fine and defective applications will be 
summarily rejected . 

4. Candidates applying through Principals of colleges for admission to 
examinations should pay the prescribed amounts to the Principals who wili 
credit the amount to the " Kerala University Fund Account” by chalan . 

5. Applications from failcd /private study candidates for admission to 
examinations submitted direct to the University must be accompanied by 
chala í for the full prescribed fee remitted to the credit of the Kerala 
University Fund Account" in any of the Government Treasuries within the 
Kerala State. Remittance made by money orders will not be accepted 
except from those residing outside the Kerala State. The money order 
should be sent to the Registrar, University of Kerala, Trivandrum . The 
purpose of remittance should be clearly mentioned in the Money Order 
Coupon , as in its absence the money order is liable to be rejected . The 
fee remitted shall under no circumstance be refunded or held over for a sub 
sequent examination . 
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6. Candidates belonging to scheduled castes, scheduled tribes and 
Christian converts from them , Kudumbi, etc., who are eligible for exemption 
from examination fees, for their second appearances, should forward their 
application through the Principals of the colleges from which they were 
presented for the first time and Principals will claim the examination fees 
of such candidates from the Harijan Welfare Department and reimburse the 
same to the University. Applications received direct from such candidates 
without the examination fee will not be entertained by the University . 

7. Candidates belonging to Scheduled Castes, Scheduled Tribes, 
other backward classes and Christian converts from them , Kudumbis , etc., 
who intent to apply for the Oriental Title Examinations should forward 
along with their applications, the copy of the proceedings of the District 
Welfare Officer granting them exemption from payment of the examination 
fee (vide G. O. MS. No. 754 dated 7-9-1963 of Revenue (J ) Department. 

8. Candidates who are not presented to take their examination 
through an affiliated college should also forward with their applications for 
registration , two copies of their recently taken photograph ( passport size) 
pasted on the form prescribed for the purpose . 

9. Receipt of late applications: - 
Last date for receipt of applications Ten days from the date 
with a fine of Re. 1 

fixed for the receipt 
of applications with 

out fine . 
10. The last dates notified in the list attached for receipt of applications are 
the dates for receipt of applications in the University Office and not the dates for 
remittance of Examination fees. 

Special Instructions. 
(i) Candidates appearing for Pre-degree Examinations should remit 

along with their examination fee , an additional fee of Rs. 3 

(Rupees three) towards the issue of the mark list . 
( ii ) Candidates appearing for the B. A. /B . Sc . / B . Com . and B. Ed . 

Degree examinations should remit along with their examina 
tion fees, the fee for mark list as well, at the rate of Rs. 3 for 
each part of the examination for which they apply for 

admission , 
(iii) Private candidates will not be permitted to choose a centre for 

an examination for which candidates are not presented from 

that centre. 
(iv ) The mark lists will be sent to the Principals of the respective 

colleges where the candidates appear for their examinations, 

soon after the publication of the results . 
(v ) The detailed time-table for the examinations will be notified in 

the University Office as well as at the centres of examinations 
later . 


LIST OF EXAMINATIONS AND PROGRAMME FOR UMVERSITY EXAMINATIONS OCTOBER /NOVEMBER 1974 


Last date for receipt of 

application 


Name of Examination 


si. 
No. 


Symbol 


Lastdatefor productionof attendanceand 

progress certificate 


Dateof commencement oftheExamination 


Remarks 


With 
out fine 


With a 
fine of 
Re. 1 


( 3 ) 


(4 ) 


( 2 ) 


(5 ) 


(6 ) 


( 7) 


(1 ) 


(8 ) 


23-9-1974 


3-10-1974 


22-10-1974 


4-11-1974 


99 


> 


11-10-1974 


21-10-1974 


11-11-1974 25-11-1974 


Ilod Year Pre-Degree 

A 
2. B. Ed . 

B 
3 B. Libsc. 

с 
4 Final Year B. Sc. 

D 
(Reorganised ) Home 

Science 
5 Final Year B. A , 

E 
6 Final Year B. Sc . 

F 
Final Year B. Com . (Old and G 

Re-organised ) 
8 II Year and Final Year B Sc. H 

(Special) 


22 


22 


99 


22 


22 


7 


(11 


( 3 ) 


( 4 ) 


(5 ) 


(6 ) 


(7) 


(8 ) 


I 


11-10-1974 


21-10-1974 


11-1 1-1974 25-11-1974 


J 


93 


3 


K 


L 


>> 


M 


9 II Year B. Sc. (Reorganised ) 

Home Science 
10 11 B. A./B.Sc./B . Com 

(Reorganised ) 
11.M.A ( Previous ) 

(Sociology & Psychology only ) 
12 M.Sc. (Previous ) 
13 M. Cum . Previous 

(Old and New ) 
14 M. S. W. (Previous) 

15 Vidvan Examinations 
-16 B. Sc. Engineering 
17 B. Arch . 
18 Certificate /Diploma in 

kussian 
19 Certificate/Diploma in 

German 
20 II LL . B. 


N 


? 


P 


Q 


3 ) 


3 


R 


29 


> 


S 


! 


T 


U 


23-9-1974 


3-10-1974 


14-11-1974 
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LIST OF CENTRES POR THE UNIVERSITY EXAMINATIONS, 

OCTOBER /NOVEMBER - 1974 


SI. 
No. 


Name of Centre 


Symbol 


( 1) 


( 2 ) 


( 3 ) 


2 


3 


D , E , F , H , I, J, K , L , U. 
A , D , E , F, H , I, J. 
A , E , F , G , I, J , M. 
A , E , F , G , I, J, L. 
A , E , F , J. 


4 


5 


6 


A , D , E , F , I , J. 


7 


A , E , F , G , J. 


8 


9 


University College , 

Trivandrum 
College for Women , 

Trivandrum 
Mahatma Gandhi College , 

Trivandrum 
Mar Ivanios College, 

Trivandrum 
All Saints College , 

Trivandrum 
H , H. The Maharani Sethu 

Parvathi Bai N. S. S College 
for Women , Karamana, 

Trivandrum 
Velu Thampi Memorial N.S. S. 

College , Dhanuvachapuram 
Government Arts College, 

Trivandrum 
Sree Narayana College, 

Sivagiri, Varkala 
Sree Narayana College, 

Chempazhanthi 
Government Sanskrit College, 

Trivandrum 
Loyola College, Trivandrum 
Department of German , 

University of Kerala , 

Trivandrum 
Department of Russian , 

University of Kerala, 

Trivandrum 
University Library , Trivandrum 
Law College, Trivandrum 
St. Xavier s College, Thumba , 

Trivandrum 
Christian College, Kattakada, 

Trivandrum 
Tqbal College, Perungamala 


A , E , G , J. 
A , E , F , J. 
A , E , F , J. 
A , E , J. P. 


10 
11 


12 
13 


K , N. 


T only 


. 


14 


S only 


15 
16 
17 


C only 
U only 
A only 


18 


A only 


19 


A only 


6 


( 3 ) 


( 1) 


B only 


20 


B only 


21 


K & L 


22 


Q & R 


23 


24 
25 


26 


27, 


A , E , F , G , J , L , M. 
A , E , F ,GJ, M. 
A , E , F , J, L. 
A , E , F , G , J. 
A , D , E , F , H , I, J. 
A , E , F , J. 
A , E , F , J. 
Qonly 


28 


29 
30 
31 


( 2 ) 
Government Training College, 

Trivandrum 
Mar Theophelus Training 

College , Trivandrum 
University Department of 

Psychology , Kariavattom , 

Trivandrum 
College of Engineering , 

Trivandrum 
Sree Narayana College, Quilon 
Fatima Matha National College , 

Quilon 
Catholicate College , 

Pathanamthitta 
Devaswom Board College, 

Sasthamcottah 
Sree Narayana College for 

Women , Quilon 
St. John s College , Anchal 
St. Thomas College, Ranni 
T. K. M. College of Engineer 

ing, Quilon 
N. S. S. College , Nilamel 
Sree Narayana College, Punalur 
St. Gregorious College, 

Kottarakara 
T.K. M. College of Arts and 

Science , Quilon 
St. Stephen s College, Maloor 

P. O. Pathanapuram 
Carmela Ranni Training 

College, Quilon 
Mount Tabore Training 

College, Pathanapuram 
Sree Narayana Training 

College, Nedunganda 
C.M.S. College, Kottayam 
Baselius College, Kottayam 
Bishop Choolaparampil Memo 

rial College , Kottayam 
St. Berchman s College , 

Changanacherry 
Government College , 

Nattakam , Kottayam 
Assumption College , 

Changanacherry 


A , E , F , J. 


32 
33 
34 


A only 
A only 


A only 


35 


A only 


36 


B only 


37 


B only 


38 


B only 


39 


40 
41 
42 


43 


A , D , E , F , G , H , I, J, L. 
A , E , F GJ. 
A , D , E , F , H , I , J. 
A , E , F , G , J, L. 
A , E , F , J. 
A , D , E , F , I, J. 


4+ 


45 
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(1) 


( 2 ) 


(3 ) 


46 
47 
48 


49 


50 


51 


52 


53 


54 


55 


56 


57 


St. Thomas College , Palai A , E , F , G , J, L. 
Alphonsa College, Palai 

A , E , F , J. 
Bishop Abraham Memorial 

A only 
College, Thuruthicaud , 
Kallooppara 
Bishop Kurialacherry College A only 
for Women , Amalagiri, 
Kottayam -8 
Deva Matha College , 

A , E , F , J. 
Kuruviiangad 
Devaswom Board College , A , E , F , 
Thalayolaparambu 
Kuriakose Elias College , A & J 
Mannanam 
St. Dominic s College, Kanjirap- A only 
pally , Parathode P. O. 
St. George s College, Aruvi 

A only 
thura , Erattupettah 
St. Stephen s College, Uzhavoor, A , E , F , J. 
Monippally 
Sree Vidyadha Raja N. S. S. A only 
College, Vazhcor 
MountCarmel Training College, B only 
Kottayam 
N. S. S. Training College, B only 
Changanacherry 
St. Joseph ruining College, B only 
Mannanam 
St. Thomas Training College, B only 
Palai 
S. D College , Alleppey A , E , F , G , J.L . 
St. Joseph s College for Women , A , E , F , J 
Alleppey 
St. Tnomas College , 

A , E , F , J . 
Kozhencherry 
N. S. S. College , Pandalam A , E , F , J , L. 
Milad - E - Sherif Memorial A , E , F , J. 
College, Kayamkulam 
T. K.Madhava Memorial 

A only 
College, Nangiarkulangara 
Devaswom Board Pampa 
College , Parumala, Mannar 
Bishop Moore College, 

A , E , F , J. 
Mavelikara 


58 


59 


60 


61 
62 


63 


64 
65 


66 


67 


A only 


68 
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(2 ) 


(3 ) 


( 1 ) 


69 
70 
71 


72 


73 


74 


75 


76 


77 


B only 


78 
79 
80 


81 
82 


St. Aloysius College, Edathua A only 
Christian College, Chengannur A , E , F , J. 
Mar Thoma College, Kutta A , E , F , J , L 
puzha, Thiruvalla 
Sree Narayana College, S. L. A , E , F , J. 
Puram , (Alleppey District) 
St. Michael s College , Maithura A vnly 
Market, Alleppey District 
N. S. S. College, Kochurama. A , E , F , J. 
puram , Shertallai 
N. S. S. Training College , B only 
Pandalam 
PeetMemorial Training 

B only 
College, Mavelikara 
Titus II Teacher s Training 
College, Thiruvalla 
Maharaja s College , Ernakulam A , E , F , J , L 
St. Albert s College, Ernakulam A , E , F , G. J. 
Sacred Heart College, Thevara , A , E , F , G , J, L. 
Ernakulam 
St. Teresa s College, Ernakulam A , E , F , G , H , I, J. 
Union Christian College, A , E , F , J , L. 
Alwaye 
St. Xavier s College for 

A. E , F. J. 
Women , Alwaye 
Bharata Matt College , 

A , E , F , J. 
Thrikkakara P. O. 
( Via ) Edapally 
Government Sanskrit College, A , E , J. 
Tripunithura 
Cochin College , Cochin 
St. Paul s College , 

A only 
Kalamassery 
Sree Sankara Vidyapeedom A only 
Junior College, Sreesankara 
puram , Valayancherangara 
P. O., Perumbavoor 
S. N.M. College, Maliankara A , J. 
P. O., Palliport 
Nirmala College, 

A , E , F , G , J, L. 
Muvattupuzha 
St. Peter s College , 

A , E , F , J. 
Kolencherry 


83 


84 


85 


A only 


86 
87 


88 


89 


90 


91 


9 


( 1) 


2 ) 


( 3 ) 


92 


N. 


93 


D , I. 


94 


B only 


95 
96 


U 
A only 


Institute of SocialWorks, 
Rajagiri Kalamassery 
Morning Star Home Science 
College, Angamali 
S. N.M. Traiaing College , 
Moothakunnam 
Law College, Ernakulam 
Devaswom Board Sabarigiri 
College , Nariampara , 
Kattappana 
Newman College, Thodupuzha 
Mar Athanasius College, 
Kothamangalam 
Mar Athanasius College of 
Engineering, 
Kothamangalar 


97 
98 


A , E , F , J. 
A , E , F , G , J. 


99 


Q only 


University Buildings, 

Trivandrum . 


( Sd .) 
Controller of Examinations. 
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Part IV 


Cochin Port Trust 
ERRATUM NOTIFICATION 

Cochin 682 003, 

Dated 12th October 1974 . 
Erratum to the Cochin Port Trust Notification dated 10-8-1974 published 
in Part IV of the Kerala Gazette No. 34 dated 20-8-1974 relating to the 
charges for certain services which the Board is prepared to render to the 
public. 

1. The chapters III to XII shall be re-numbered as II to XI. 
2. Page - 3. The brackets occurring in the 1st and 2nd paras shall be 

deleted . 
3. Page -- 5 . The word " Whareves " occurring in the 2nd line of 

sub clause (b ) of rule 10 shall be substituted by the word 

" Wharves" . 
4. Pagc - 5 . The word " aline" occurring after the word " reptiles" in 

item 4 of the schedule shall be substituted by the word 

scalive " . 
5. Page - 6 . The word " Bear" occurring in item 13 of the schedule 

shall be substituted by the word " Beer " . 
6. Page- 7 . The word " dises" occurring in item 25 of the schedule 

shall be substituted by the word " discs” . 
7. Page- 8 . The word " chemiclas" occurring in item 33 ( ) 

of the schedule shall be substituted by the word 

“ chemicals" . 
8. Pags — 8 . The figure “ I” shall be inserted before the word " tonne" 

occurring in column (3 ) against item 37 of the schedule. 
9 Page--9 . The word " yard " occurring in item 47 of the schedule 

shall be substituted by the word " yarn " . 
10 . 

The word " sandlewood ” occurring in item Nos. 50 , 64 
and 81 (b ) of the schedule shall be substituted by the 

word " sandalwood " . 
11. Page — 10 . Against the item 51 of the schedule the figure and word 

" 1 tonne" in column 3 and Rs. 17 & Rs. 6 in column 4 
shall be inserted above entries " 1 cubic metre" " Rs. 11 

and Rs. 6/2" occurring against the same item . 
12. Page - 10. The word " Ilminate" occurring in item 52 (a ) of the 

schedule shall be substituted by the word " ilmanite" . 
G. 71 / V . 
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13. Page 11. The double bracket occurring in item No. 68 of the 

schedule shall be deleted . 
14. Page - 12. The word " tarmarind " occurring in item 79 of the 

schedule shall be substituted by the word " tamarind " . 
15. Page - 14. The word " encarrier" occurring in 2nd line of note (1) 

shall be substituted by the word " on carrier" . 
16. Page — 18 . Theword and figure " item II (2) ” occurring in Ist line 

of the note below heading “ Cargo Not Paying Quay 
Dues" shall be substituted by the word (and figures 

" Item II- 2 " . 
17. Page — 22. The word " on " occurring after the word hire in the 6th 

line shall be substituted by the word " or" . 
18. Page — 26 . The word " crane " occurring in the last line of sub clause 

(iii) of condition 5 shall be substituted by the word 

" crane s " . 
19. Page - 29 . The word " charges" occurring in 2nd line of condition 1 

hall be substituted by the word " cargoes" . 
20. Page - 30 . The word and figure “ Note 1" occurring in the penulti 

mate line of condition 7 shall be substituted by the word 

and figure “ Note (1 ) " . 
21. Page--- 3 ). The word " place" occurring in the penultimate line in 

the 2nd clause of N. B. shall be substituted by the word 

" places" . 
22. Page --31. l shall be given as serial number before the letter (a ) 

occurring in the Ist clause under the heading-" Part-I 

Import and Tranship Goods" . 
23. Page ---33. The word " of" occurring after the word bales in the sixth 

line of rule 2 shall be substituted by the prefix " ex ." . 
24. Page - 44. The figure " Rs. 59.99 " shown 1 gainst the entry below 

the heading “ (2 ) open Space" under rule 12 shall be 

substituted by " Rs.59.00 " . 
25. Page -- 50 . Item numbers " I (i), II(i)" occurring in line 3 of note ( ii) 

below the heading " III- M shed at the Low Wharf" 

shall be substituted by " I( 1) , II (1 )" . 
2. Pag: --301 . The wora " he " occurring in the 7th line in the entry 

below the heading “ V - Rent for office accommodation 
leased to pirties on arra hasis " shall be substituted by the 
word " the " . 
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27. Pagr68 . All the words occurring after the word " due” in 3rd line 

in item (2) and all the words after the word " leases " in 
1st line in item ( 3) under the heading 24 The Rent for 

Lease of Land in Willingdon Island" , shall be deleted . 
28. Page — 68. Serial No. " 5" given for the heading " charges for the use 

of Port Area for taking Photographs or shooting Films" 

shall be substituted by “ 25 ” . 
29. Page - 69 . The word " Road" occurring in line 1 of condition 2 (i) 

shall be substituted by the word “ Roads" . 
30. Pag - 69. The word " times" occurring in 2nd line in ceondition 4 

shall be substituted by the word " time" . 
31. Page - 72. The last word in the last line shall be read as " f" by 

adding f to the last letter "i . 
32. Page -- 73. The word " charge " occurring in 2nd line in condition 9 

shall be substituted by the word " Charges" . 

(File No.B /2222 /72 ). 


M. K. MENON , 

Secretary 


